
J. B. Stoner 

Attorney At Law 

P. 0. Box 1211 
Marietta, Georgia 30061 
U.S.A. 

Telephone (404) 427-0283 
January 25 » 1977 


Mr. Harold Welsberg 
Route 12 

Frederick, Maryland 21701 
Dear Mr. Weisberg: 

I thank you for your letter of January 20th, and the enclosures. I 
look forward to visiting Maryland at my earliest opportunity so that I can look 
at all of the files that the government has turned over to you. You have certainly 
done an excellent job in going to court and getting the government to turn Important 
f Heaver to you, 

I thank you for giving me information about how those unethical nuts used 
a stress evaluation machine on my voice. I assume that those machines are as 
phony as lie detectors and could always be manipulated by the operator of the 
machine. If such a machine were realistic, it would not work on me. 

It appears to me that the House Select Committee On Assasslnation^ay 
be out of business for good. The House leadership has turned thumbs down on it 
by referring the matter to the Rules Committee, Am I right in assumii^ that said 
committee is now dead ? 


Sincerely yours. 


J. B. Stoner 
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